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COUNTRY USSR (Tambov Oblast) ; DATE DISTR. 14 harch 1952 | 
Jeoy orshansk Compressor Station on the Saratov- F ES | 
SUBJECT Moscow Gas Pipe line AN MOO OE AGES» “ 
25X1A 4% % ‘3 


PLACE aye. 3 NO. . 
Cif ak eh: ae apa EERGLS 
a 25X1A 


DATE OF ZOXTA ae SUPPLEMENT TG 2 


1. The compressor clation in Vorshansk 53°26'N/LL°R9'E), Tarbov Ublart, on 
the Saretov=!loscow ene ~ipe line hos tee machine ho sos, which wore the 
corpressor installation promer, a copnratineg installa ion, a cooling 
installation with a cooling towor, a corer et. tion cith a translorcor 
anctalletion, @ Lle-oratory, sevoral :torchouses, workshons, and garages, 
an acrinistration buildi ns & Perge, 7 sawrill, ang cousiv-e facilities. 
Powsr vee aguorlicd by the Vershen:l F -wer Planks are Was a cower penerator 


for omercancies, 


2, Suildinr waterials, pipes, special in: trunents, accossor’e¢, ard snare 
parts were stored in tha storehonsss, Vhe works” ops were equipp: od with « 
complete set of meotal=working mactinec,. The suction and crescsu e machines 
wore oneratad by two bissel units, us: i alternately. { ued For toe Diese 1 
units was stored iu a neavby decot, Th: entire station has very modern 
equipment. ihe rake of the machinery conld not be ar certainsd » “he station 
may have heen completed in 196. 


2OKIK 35 the lorshans« Stavclon, unlike other compressor stations, 
not only had the .oratev=(oscow cas pipe Line rumming threaph it out 
~ also an oil sice Line which was to ‘+e completed by May 1948. 
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